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CIA Gets New 
Deputy Director ’ 

Associated Press 

Lt. Gen. Vernon A. Walters 
was sworn in as deputy direc- 
tor of the Central Intelligence < 
Agency in private ceremonies 
yesterday in President Nixon’s 
Oval Office. 

Walters, who was a military 
aide in tjie Paris embassy and 
has served as translator for 
presidents since the Eisenhow- 
er administration, received the 
oath of office from U.S. Cir- 
cuit Judge Edward Allen 
Tamm. 


